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CONFIDENTIAL OECD PARIS 04700 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GE, GW 

SUBJECT: GERMAN PULSE TAPE RECORDER AND IMAGE STORE TO 
GDR, IL 1572 

REF: SCOM (76) 466 

1 . URGENCY REQUEST: ONE PULSE TAPE RECORDER N AND ONE 
IMAGE STORE N85 FOR CENTRAL INSTITUTE FOR CANCER 
RESEARCH, ROBERT ROSSLE - KLINIK, EAST BERLIN, LINDEN- 
BERGER WEY 70 TO BE USED TOGETHER WITH SCINTIMAT 2 F 
(SEE SCOM DOC (73) 381) FOR THE RECORDING, STORING AND 
REPRODUCING OF NUCLEAR MEDICAL DATA. VALUE $37,310. 

2. BROCHURES POUCHED W ALINS KY 2/17. 

3. URGENCY PROCEDURE INVOKED AS EQUIPMENT URGENTLY 
NEEDED FOR HUMANITARIAN REASONS. US VIEWS REQUESTED BY 
2/23. 
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